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UNCLAS  ADANA  000163 

SIPDIS 

DEPARTMENT  FOR  CA/FPP 
E.O.  12958:  N/A 

TAGS:  KFRD  CMGT  CVIS  CPAS  TU  ADANA 
SUBJECT:  FRAUD  PREVENTION  DIRECTORY 

REF:  STATE  236761 

1.1 . (U)  The  current  Fraud  Prevention  Manager  is  Management 

Officer  Telside  Manson,  phone  number  90-322-346-6262,  fax  number 
90-322-346-7916,  e-mail  MansonTL@state.gov,  full-time  position, 
estimated  date  of  departure  from  post  is  September  2006. 

12.  (U)  The  back  up  Fraud  Prevention  Manager  is  Principal 
Officer  Walter  S Reid  III,  phone  number  90-322-346-6262,  fax 
number  90-322-346-7916,  e-mail  ReidWS@state.gov,  full-time 
position,  estimated  date  of  departure  from  post  is  June  2006. 

13.  (U)  Post  does  not  have  any  FPU  LES  staff 
analysts/ investigators . 
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